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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 166314 
ORIGIN SY-05 

INFO OCT-01 ARA-10 ISO-OO /016R 

DRAFTED BY A/SY/OPS/T:LJACKSON 
APPROVED BY A/SY/OPS/T:MMUSSER 
A/SY/OPS/T - WGTT ,1,1AM 

086717 161920Z/41 

R 160125Z JUL77 
FM SECSTATE WASHDC 
TO AMCONSUL RIO DE JANEIRO 
AMEMBASSY BUENOS AIRES 
INFO AMEMBASSY PANAMA 

CONFIDENTIAL STATE 166314 

RIO FOR TSO; PANAMA FOR OIC/RTC; BUENOS AIRES FOR RSO AND TSO 
E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: C&R/TCU ALARM SYSTEM - NOB, BUENOS AIRES 

REF: RIO 02771 

1 . SY/OPS/T IS IN AGREEMENT WITH ORIGINAL INSTALLATION 
PROPOSAL TO INSTALL THREE ALARM SYSTEMS IN THE CCC; ONE 
EACH IN C&R, TCU AND THE FOYER. 

2. TCU HEADQUARTERS PERSONNEL ARE UNSURE AT THIS TIME WHAT 
WELLS FARGO EQUIPMENT IS AT POST FOR THE INSTALLATION AND 
FURTHER ADVISES THAT LATE OCTOBER OR EARLY NOVEMBER MAY BE 
THE FIRST OPPORTUNITY FOR THEIR INSTALLATION TEAM TO BE IN 
BUENOS AIRES. 

3. ACCORDINGLY YOU ARE REQUESTED TO INSTALL THE ALARM 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 166314 

TRANSDUCERS AND MASTER CONTROLS IN EACH OF THE THREE AREAS. 

TCU HEADQUARTERS CONCURS. IF SUFFICIENT WELLS FARGO 
EQUIPMENT IS NOT RPT NOT AT POST, CONNECT THE THREE SYSTEMS 
TO A PDI OR AES MONITOR TEMPORARILY. VANCE 
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